FALMOUTH MAGNETIC OBSERVATORY 


IMPORTANT NOTE. 


The observations made at this Observatory during 1897 have not 
been printed at their usual place in the ' Proceedings/ as the Dip 
observations for the period between October 8, 1895, and June 5, 
1897, inclusive, have been found to be affected with certain errors. 


